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THE  DISPOSAL  OF  KITCHEN  WASTE 

BY  THE 

HOUSEHOLD  GARBAGE  CARBONIZER. 


It  has  been  urged  by  some  of  the  leading  sanitary  authorities  in 
this  country  that  the  best  way  of  disposing  of  the  household  waste 
is  its  destruction  by  fire  on  the  premises  where  produced.  To  the 
housekeeper  this  process,  if  performed  in  a  cleanly  and  inoffensive 
manner,  would  remove  one  of  the  most  annoying  troubles  incident  to 
home  life.  When  done  on  a  large  scale,  the  advantage  in  a  pecuniary 
sense  to  municipal  authorities  by  the  private  disposal  of  all  putresci- 
ble  matter,  would  be  an  enormous  saving  in  money  which  could  be 
better  applied  to  some  more  useful  purpose. 

But  to  burn  fresh  kitchen  “swill  ”  with  a  hot  fire  in  the  kitchen 
stove  takes  fuel  and  time,  is  attended  with  noxious  odors  in  the 
house,  destroys  the  stove  fittings  and  linings,  and  in  the  end  the  stove 
or  range  itself.  Manifestly  there  is  needed  a  device  which  will  re¬ 
duce  the  garbage  to  a  form  in  which  it  can  be  burned  without  offense. 

The  Household  Garbage  Cai*bonizeF 

is  a  new  invention  which  uses  the  surplus  heat  from  the  fire  to  drive 
off  by  evaporation  the  liquids  contained  in  the  waste,  and  afterwards 
utilizes  the  results  of  this  process  as  a  fuel. 
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Vertical  No.  I. 
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In  the  joint  of  the  pipe  or  elbow  that  makes  the  connection  be¬ 
tween  the  stove  or  range  and  the  chimney  flue  is  placed  a  horizontal 
cylinder  or  drum  somewhat  larger  than  the  stove  pipe  connections. 
One  end  of  this  cylinder  is  permanently  closed,  the  other  removable, 
and  attached  to  the  inside  of  this  end  is  a  basket  or  tray  made  of  per¬ 
forated  iron  shorter  and  smaller  than  the  cylinder  itself.  The  area 
of  space  around  this  basket  when  set  in  this  cylinder  is  larger  than 
the  area  of  the  pipe  from  the  stove  or  range,  so  that  there  can  be  no 
obstruction  of  the  draft. 

When  in  use  the  basket  is  charged  with  the  kitchen  waste,  re¬ 
turned  to  the  cylinder  into  which  the  basket  sets  by  a  locking  device, 
and  the  heat  from  the  fire  passing  around  the  scoop  and  through  the 
perforations  drives  off  the  moisture  in  a  short  time,  turning  the  con¬ 
tents  into  charcoal ;  this  dried  and  charred  waste  is  then  put  upon 
the  fire  and  utilized  as  fuel,  or  after  being  left  over  night  used  to 
kindle  the  morning  fire. 

The  passage  of  the  heat  evaporates  the  moisture  without  the 
discharge  of  empyreumatic  odors,  such  as  are  generated  by  the  direct 
contact  of  wet  garbage  with  the  fire ;  the  process  may  be  repeated 
as  often  as  required,  the  quantity  of  garbage  carbonized  being  gov¬ 
erned  by  the  size  of  the  basket  and  the  temperature  of  the  heat  from 
the  stove.  Small  quantities  of  liquids  are  received  in  the  bottom  of 
the  scoop,  which  is  not  perforated. 

Being  placed  in  the  pipe  the  Carbonizer  does  not  interfere  with 
the  use  of  the  stove  for  any  domestic  purpose.  It  occupies  space 
not  otherwise  in  use,  it  is  automatic  in  action,  requires  but  little  at¬ 
tention,  uses  no  extra  fuel,  may  be  made  of  large  or  small  size  pro¬ 
portioned  to  the  number  of  persons  in  a  family,  can  be  adjusted  to 
connect  with  any  size  or  form  of  smoke  pipe  under  almost  every  pos¬ 
sible  condition  or  location,  and  can  be  applied  to  any  form  of  stove 
or  range  where  connection  with  a  chimney  flue  is  to  be  had. 
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Vertical  No.  2. 
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The  Household  Garbage  Carbonize** 

is  constructed  in  two  separate  parts  as  will  be  seen  by  the  accom¬ 
panying  drawings :  the  Basket  or  receptacle  for  the  garbage,  and 
the  Cylinder  or  jacket  into  which  the  Basket  is  set. 

The  Basket  comprises  the  following  parts:  The  concave  head 
made  of  rolled  sheet  brass  nickel-plated,  corrugated  to  give  it  stiff¬ 


ness,  and  stamped  with  the  name  and  patents  of  the  Company,  the 
brackets  or  lugs  which  attach  the  handle  to  the  head,  the  wooden 
handle,  the  spindle  which  passes  through  the  handle  secured  by  nuts 
top  and  bottom,  and  the  perforated  scoop  or  pan  for  receiving  the 
garbage  ;  this  pan  is  made  of  cold  rolled  steel  and  attached  by  nuts 
to  the  brackets  and  head. 

The  Cylinder  which  receives  the  Basket  is  made  of  Russia  iron 
throughout,  except  the  iron  ring  into  which  the  Basket  sets. 
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Horizontal  No.  3. 
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The  connection  for  the  smoke  pipe  from  the  stove  on  the  lower 
side  of  the  Cylinder  is  usually  oval  in  form,  but  may  be  round  or  square 
to  correspond  with  the  connecting  pipe.  The  outlet  for  the  smoke, 
usually  round  in  form,  may  be  on  top  of  the  Cylinder  or  on  the  right 
or  left  hand  side  of  the  Cylinder,  or  at  the  end.  (See  various  dia¬ 
grams.) 

The  pan  or  Basket  is  always  of  a  given  size  and  description ;  the 
Cylinder  varies  with  the  measurements  of  the  pipes,  the  position  of 
the  chimney  flue  and  the  kind  of  stove  or  range  to  which  the  attach¬ 
ment  is  to  be  made. 

There  are  two  sizes  of  Carbonizers  made  for  household  use: 

No.  i,  diameter  of  Cylinder  8  inches,  smoke  pipe  connection  6 
to  7  inches,  capacity  about  4  quarts  of  garbage  for  one  charge. 

No.  2,  diameter  of  Cylinder  9  inches,  smoke  pipe  connection  7)^ 
to  10  inches,  capacity  of  Basket  7  quarts. 

There  are  four  styles  of  these  two  sizes  which  are  found  to  be 
mostly  called  for. 

The  Vertical.  This  is  attached  to  a  vertical  pipe  from  any 
stove  or  range  at  height  desired.  It  is  so  made  as  to  be  either 
withdrawn  by  the  right  or  left  hand  as  may  be  most  convenient.  (See 
Plates  Nos.  1  and  2.) 

The  Horizontal.  For  attachment  to  the  smoke  pipe  from  the 
back  of  the  stove  thence  direct  to  the  chimney,  and  also  where  there 
are  two  pipes  from  the  stove,  the  Cylinder  being  placed  at  the  inter¬ 
section  and  the  two  pipes  entering  on  either  side.  (See  Plate  No.  3.) 

The  Short  Elbow.  This  sets  on  the  top  of  the  stove  or  range 
and  connects  with  the  chimney  by  a  pipe  at  right  angles  or  from  the 
end  of  the  Cylinder.  There  are  several  forms  of  this  style  with  longer 
or  shorter  stove  connections  as  may  be  required,  and  with  various 
ways  of  makingv chimney  connection.  (See  Plates  Nos.  4,  5  and  6.) 


IO 


Short  Elbow  No.  4. 


1 1 


The  Long  Elbow.  For  attachment  some  distance  above  the 
stove,  thence  direct  to  the  chimney,  the  Basket  being  inserted  from 
the  front.  (See  Plates  7  and  8.) 

In  practical  use  it  will  be  found  that  these  four  styles  of  either 
the  8  inch  or  the  9  inch  size  will  be  all  that  will  be  required  for  the 
greatest  number  of  stoves  or  ranges  now  in  use. 

The  Portable  Carbonizer.  This  is  a  form  of  Cylinder  which 
is  connected  by  means  of  short  pieces  of  pipe  with  the  front  and  rear 
holes  on  the  top  of  the  stove,  but  has  no  connection  with  the  chimney 
flue  direct.  It  is  so  constructed  that  the  heat  passes  up  through  the 
front  stove  hole  directly  from  the  fire  box  and  down  through  the  rear 
stove  hole,  carbonizing  on  its  way  the  garbage  in  the  Basket  set  in 
the  Cylinder.  This  Carbonizer  has  to  be  placed  in  position  by 
taking  off  the  stove  covers  and  must  be  removed  after  the  work  of 
carbonization  is  completed.  Its  operation  is  quicker  than  any  other 
form,  but  it  has  the  disadvantage  of  requiring  to  be  put  in  position 
and  removed. 

The  Double  Carbonizer.  In  some  cases  where  large  quan¬ 
tities  of  garbage  are  produced  and  where  there  are  two  smoke  pipes 
from  the  range,  it  has  been  found  convenient  to  put  two  Carbon- 
izers  into  position,  thereby  doubling  the  capacity  of  the  apparatus. 

The  Set  Range.  For  ranges  which  are  set  in  brick  and  where 
the  pipe  from  the  stove  passes  up  at  the  back  and  is  not  exposed,  the 
covering  plate  at  the  front  of  the  flue  is  removed  and  other  plates 
substituted  which  have  the  required  orifice  for  the  Basket.  In  this 
case  the  operation  is  the  same  as  in  the  long  elbow. 

Special  Sized  Carbonizer.  For  still  larger  work  a  Car¬ 
bonizer  of  a  special  size  is  made  comprising  a  vertical  drum  which 
may  be  rectangular  in  shape  and  which  will  carry  four  Baskets  at 
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Short  Elbow  No.  5. 
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once.  The  Baskets  are  made  cylindrical  and  permanently  set  in  the 
drum,  the  garbage  being  fed  through  doors  at  the  top,  and  after 
being  carbonized  the  charcoal  is  taken  out  through  sliding  doors  at 
the  bottom.  This  is  a  continuous  operation  and  is  adapted  for  stoves 
and  ranges  which  are  set  at  a  distance  from  the  chimney  of  not  less 
than  two  feet,  or  may  be  applied  to  connections  from  boilers  and 
house  heaters  to  a  chimney.  In  a  similar  way  the  waste  heat  from 
steam  boilers  can  be  utilized  to  carbonize  garbage  of  a  large  estab¬ 
lishment,  provided  there  is  room  to  enlarge  the  flue  to  the  chimney 
so  as  to  receive  a  Basket  of  proportionate  size. 

Gas  Stoves  and  Ranges.  The  use  of  the  Carbon  jzer  for  gas 
stoves  and  ranges  requires  a  connection  with  the  chimney  flue.  On 
large  ranges  where  the  heat  from  around  the  oven  passes  through  a 
pipe  from  the  back  or  top  of  the  stove,  the  standard  styles  are  em¬ 
ployed,  but  on  smaller  stoves  a  different  method  of  obtaining  and 
utilizing  the  heat  must  be  used.  Several  styles  of  Carbonizer  for 
this  purpose  will  be  ready  for  delivery  shortly. 

In  all  cases  the  Cylinders  or  jackets  are  made  of  steel  or 
Russia  iron,  and  the  smoke  pipe  connection  usually  of  the  same  ma¬ 
terial.  The  Basket  and  fittings  being  made  of  nickel  plate  and  the 
handle  of  ebonized  wood,  the  outside  appearance  is  in  accordance 
with  the  most  finely  finished  stove  or  range. 

The  Sanitary  Construction  Company  will  furnish  any 
desired  quantity  of  Carbonizers  complete  (Basket  and  Cylinder)  of 
either  size  or  any  pattern  that  may  be  required. 

The  Company  will  also  furnish  the  Basket  and  iron  ring  into 
which  the  Basket  sets,  separate  from  the  Cylinder,  as  the  Cylinder 
can  be  made  by  any  tin  or  sheet  iron  worker.  The  advantage  of  this 
arrangement  is  that  a  larger  discount  is  allowed  upon  the  Basket 
alone,  an  additional  profit  is  made  on  the  construction  of  the  Cylin- 
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der,  which  is  made  to  fit  the  special  location  required,  and  a  saving 
is  made  in  freight.  The  attachment  to  the  stove  or  range  is  made 
by  the  local  agent  and  paid  for  by  the  purchaser,  which  forms 
another  item  of  profit  for  the  agent. 

A  sample  of  a  complete  Carbonizer  (Basket  and  Cylinder) 
will  be  furnished  as  a  guide  for  the  manufacture  of  the  Cylinder,  and 
if  desired  the  Baskets  would  be  shipped  “  knocked  down  ”  at  the 
shipping  rates  for  manufactured  iron  only. 

Directions  for  placing  Cylinder  and 
attaching  the  Carbonizer. 

The  style  and  size  of  the  Carbonizer  to  be  attached  to  any 
given  range  is  a  matter  in  which  some  judgment  must  be  exercised. 

When  there  is  a  single  vertical  pipe  without  interference  of  the 
hot  shelf  or  upper  ovens,  it  is  easy  to  make  the  attachment,  but 
where  there  are  two  pipes  and  their  intersection  is  too  high  above 
the  floor  so  as  not  to  be  easily  reached  by  the  servant,  then  the  CAR¬ 
BONIZER  should  be  set  in  one  or  the  other  pipe,  preferably  the  left 
hand  one,  below  the  hot  shelf. 

In  placing  the  Carbonizer  on  the  long  or  short  elbow,  the  dis¬ 
tance  from  the  stove  to  the  chimney  will  decide  as  to  which  form 
will  be  used. 

It  is  important  in  all  attachments  to  see  that  the  heat  from  the 
stove  passes  in  as  nearly  as  possible  at  the  front  of  the  Carbonizer 
and  escapes  by  the  rear,  either  on  the  top,  side  or  end  ;  this  will  ex¬ 
pose  the  whole  area  of  the  Basket  to  the  heat. 

In  special  cases  make  a  sketch  of  the  Carbonizer  in  position, 
the  stove  and  the  chimney  flue,  as  the  smoke  pipes  vary  greatly  in 
dimensions  and  description,  and  give  exact  measurements  so  as  to 
guide  the  workman  in  making  up  the  Cylinder. 
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Long  Elbow  No.  7. 
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Families  of  from  five  to  ten  people  will  take  the  8  inch  No.  I 
size,  and  where  there  are  from  nine  to  twenty  the  No.  2,  9  inch  size. 

Take  the  preliminary  measurements  as  shown  on  the  following 
diagram  or  a  somewhat  similar  form. 


Distance  from  Shelf  A  to  top  of  Stove  B  ... 
Distance  from  Stove  B  to  bottom  of  Pipe  E . 

Distance  from  Pipe  C  to  Wall . 

Circumference  of  Pipe  at  C . .  . 

Circumference  of  Pipe  at  D . 

Is  Pipe  at  C  round,  oval  or  square? . 

Is  Pipe  at  D  round,  oval  or  square  ? . 

If  square,  give  length  and  breadth  of  opening 

Number  of  persons  in  family . 

Number  and  name  of  Stove  or  Range . 
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Dipeetions  fop  Operating  the  Capbonizep. 

Fill  the  Basket  not  more  than  two-thirds  full  for  the  first  charge 
of  the  day,  and  when  this  is  carbonized  put  it  into  the  fire  box  and 
replace  by  fresh  garbage.  Liquids  should  be  drained  out  of  the 
garbage  before  put  into  the  Basket.  For  this  purpose  we  can  fur¬ 
nish  a  strongly  made  galvanized  wire  strainer  which  stands  in  the 
kitchen  sink.  When  there  is  a  considerable  amount  of  fatty  sub¬ 
stance  see  that  this  is  mixed  with  vegetable  matter,  so  that  when 
carbonization  is  complete  the  charcoal  remaining  in  the  scoop  will 
have  absorbed  the  grease  which  has  been  tried  out.  Do  not  overload 
the  Basket  nor  expect  it  to  do  all  the  work  at  once.  Give  it  time. 
Keep  the  Basket  clean  and  occasionally  remove  the  soot  which  will 
collect  on  the  inside  of  the  Cylinder. 

In  filling  the  Basket  withdraw  it  about  two-thirds  of  its  length 
and  replace  as  quickly  as  possible,  as  the  draft  from  the  stove  will 
be  checked  while  the  Basket  is  out. 

Do  not  attempt  to  pull  the  Basket  out  by  main  force,  but  taking 
hold  of  the  handle  tip  it  a  trifle,  lift  it  out  of  the  catches  on  the  bot¬ 
tom,  then  it  can  be  withdrawn  without  difficulty. 
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RETAIL  PRICE  LIST. 


Carbonizer  Complete— (Basket  and  Cylinder.) 


No.  i.  Standard  8  inch  Cylinder. 


f  Vertical,  ) 

(Horizontal,  ] 
Short  Elbow,  | 
Long  Elbow,  J 


S5 .00 


No.  2.  "  9 


f  Vertical, 

!  Horizontal,  | 
|  Short  Elbow,  j 
[  Long  Elbow,  ) 


Horizontal,  placed  at  intersection  of  two  smoke  pipes  (Plate 
No.  3)  8  inch . 


$6.50 


$6.00 


Horizontal,  placed  at  intersection  of  two  smoke  pipes  (Plate 

No.  3)  9  inch .  87-5° 


Portable  8  inch  Cylinder  .  |6  00 

“  9  “  M  .  $7  5° 

Double  Carbonizers  (two  Cylinders  set  in  opposite  ends 

of  a  Horizontal  pipe)  8  inch  Cylinder .  |8.oo 

Double  Carbonizers  (two  Cylinders  set  in  opposite  ends 

of  a  Horizontal  pipe)  9  inch  Cylinder .  $10.00 


Special  Carbonizers  will  be  made  to  suit  any  given  location, 
the  extra  cost  of  construction  being  added  to  the  regular  retail  price. 
In  all  such  cases  a  diagram  of  proposed  location  with  stove  and 
chimney  connections  and  measurements  must  be  furnished. 
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HEALTH  DEPARTMENT, 

Old  Court  House,  Boston, 

May  10th,  1895. 

The  Sanitary  Construction  Co. 

Gentlemen  : — In  answer  to  your  request  I  am  very  glad  to  say  that  I  have  had  your 
kitchen  garbage  carbonizer  in  constant  use  in  my  kitchen  since  the  first  of  August,  1894, 
beginning  its  use  in  connection  with  my  kitchen  stove  at  the  beach,  and  continuing  it 
with  my  range  in  the  city  to  the  present  time.  It  has  given  no  odor  or  trouble  of  any 
kind,  but  has  pleased  the  cook  very  much  by  its  convenience,  and  the  charcoal  kindling 
which  it  has  furnished  for  the  morning  fire.  We  are  all  gratified  with  the  total  abandon¬ 
ment  of  the  swill  bucket  in  the  yard  ;  and  what  is  done  with  the  wastes  in  my  kitchen 
can  be  done  in  every  kitchen. 

If  this  apparatus  were  brought  into  general  use  it  would  stop  the  well-known  nuis¬ 
ances  of  more  than  50,000  swill-buckets  in  this  city,  bring  a  healthful  convenience  to  as 
many  families,  hotels  and  restaurants,  relieve  our  streets  of  swill-carts,  save  our  treasury 
nearly  $200,000  annually  and  spare  the  Health  Department  many  other  annoyances. 

It  is  an  odd  thing  for  me  to  give  a  written  endorsement  for  any  patented  article,  but 
it  is  more  odd  to  find  an  article  that  strikes  the  home  comfort  and  convenience  like  this 
one,  and  I  know  of  no  way  by  which  I  can  serve  the  sanitary  and  economical  interests  of 
the  city  better.  I  have  for  years  urged  the  fact  that  such  an  apparatus  could  be  used  in 
our  kitchens,  and  I  am  personally  grateful  to  you  for  bringing  it  forward. 

You  are  at  liberty  to  use  this  in  any  way  you  choose. 

Very  respectfully, 

S.  H.  DURGIN,  M.D., 

Chairman  of  the  Boston  Board  of  Health. 


Town  of  Brookline, 

Office  of  the  Board  of  Health, 

April  27,  1895. 

The  Sanitary  Construction  Co. 

Gentlemen  : — In  reply  to  your  inquiries  as  to  my  experience  with  the  Garbage  Car¬ 
bonizer,  I  can  say  it  has  given  complete  satisfaction.  It  has  now  been  in  constant  use  in 
our  kitchen  for  some  time,  has  disposed  of  all  our  swill  without  the  least  inconvenience  or 
offence,  and  has  contributed  every  morning  some  useful  kindlings.  Furthermore,  the 
cook,  at  first  rather  sceptical  as  to  the  advantages  of  the  new  device,  and  very  fearful  that 
it  would  dampen  the  fire  or  obstruct  the  draft,  is  now  its  most  eloquent  champion. 

If  the  Carbonizer  were  generally  adopted  the  great  sanitary  question  of  the  proper 
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disposal  of  kitchen  refuse  would  be  solved,  mauy  thousands  of  dollars  would  annually  be 
saved  to  municipalities,  many  nuisances  would  cease  to  exist,  and  an  actual  saving  in 
fuel  for  kindlings  would  be  made. 

Wishing  you  success  in  introducing  this  much-needed  sanitary  reform,  I  am 
Yours  truly, 

H.  LINCOLN  CHASE,  M.D., 

Agent  of  the  Board  of  Health. 


Boston,  April,  30,  1895. 

Sanitary  Construction  Co. 

Gentlemen  : — Your  Garbage  Carbonizcr,  placed  in  my  house  some  three  months  ago, 
has  more  than  met  my  expectations,  and  does  .more  than  claimed  for  it.  The  mechanical 
and  scientific  ideas  introduced  into  its  make-up,  puts  at  rest  all  doubts  of  its  success. 
We  have  consumed  all  garbage  of  whatsoever  nature  in  this  apparatus,  and  each  morning 
have  only  a  residue,  or  charcoal,  to  remove,  and  that  placed  in  the  fire-pot  of  the  range 
acts  as  kindling  for  a  new  fire.  The  Carbonizcr  does  not  interfere  with  the  draft. 

I  consider  it  of  great  advantage  to  every  housekeeper,  doing  away  with  all  trouble  as 
to  garbage  such  as  exists  under  present  conditions. 

Respectfully.  EDWARD  H.  WISE. 


Housekeepers  who  condescend  to  contemplate  the  unpleasant  details  of  the  kitchen 
know  that  one  of  the  most  serious  questions  in  household  economy  is  what  to  do  with  the 
daily  refuse.  In  the  new  order  of  living  introduced  by  the  modern  flat  it  is  a  very  per¬ 
plexing  problem,  which  can  only  be  solved  by  eternal  vigilance  on  the  part  of  the  mistress 
and  maid.  It  has  been  discovered  that  cremating  this  refuse  is  the  best  and  healthiest 
way  to  get  rid  of  its  presence,  but  merely  to  bum  it  in  the  kitchen  stove  is  disastrous  to  the 
stove.  Thanks  to  this  invention,  the  difficulty  of  this  cremation  has  been  rendered  null, 
and  each  flat  tenant,  or  indeed  any  householder,  can  have  the  whole  business  consumed 
without  the  least  odor,  and  no  injury  to  flues  or  cooking  apparatus.  What  is  better  yet, 
the  refuse,  after  this  burning,  or  more  properly  speaking,  evaporation,  leaves  a  charcoal 
as  excellent  for  lighting  the  morning  fire  as  the  best  kindling  wood.  The  gratitude  of 
hundreds  of  families  will  go  out  to  the  clever  discoverer  of  this  contrivance.— Boston 
Her  Id.  June  tath. 


Extract  from  the  Journal  of  the  Massachusetts  Association  of  Boaros  of 
Health,  Afril,  1895. 

Until  a  very  recent  date  all  discussion  upon  the  subject  of  garbage  disposal  has  l>een 
directed  solely  upon  the  selection  of  some  one  of  the  many  expensive  public  methods, 
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none  of  which  can  be  brought  into  use  until  after  the  garbage  has  been  endured  upon  the 
premises  for  a  time  as  a  nuisance,  collected  at  public  expense,  and  has  become  intolerable. 
These  methods  of  dealing  with  garbage  cannot  be  called  preventive  medicine,  but  rather 
curative,  with  the  physician  called  at  a  very  late  stage  of  the  disease. 

We  have  here  represented  a  single  device  which  deals  with  all  kitchen  wastes  suc¬ 
cessfully,  with  less  care  and  trouble  than  with  the  bucket  in  the  yard,  and  with  no  odor 
or  objectionable  feature  whatever.  The  garbage  is  dried  to  a  charcoal  by  the  waste  heat 
in  the  stove  pipe  and  is  used  as  a  fuel  to  kindle  the  morning  fire.  This  method  is  clean, 
convenient,  inexpensive  and  within  the  reach  of  all  classes.  It  it  what  we  call  ‘  preventive 
medicine  ’  in  the  truest  sense,  and  is  worthy  of  our  best  attention. 


In  my  opinion,  the  true  method  is  for  each  one — each  family — to  care  for  and  dis¬ 
pose  of  its  own  filth.  All  the  trouble  comes  from  trying  to  put  it  off  on  someone  else  By 
the  use  of  the  domestic  garbage  cremator,  we  entirely  dispense  with  the  garbage  bucket, 
and  all  its  attendant  evils  and  dangers.  We  save  the  cost  to  the  city  of  carrying  the  gar¬ 
bage  away  from  the  house  and  the  cost  of  disposing  of  it.  We  conduce  to  public  cleanli¬ 
ness  and  health  in  the  most  approved  manner.  The  only  expense  is  that  of  the  device. 
No  extra  fire  is  necessary.  No  garbage  is  formed  because  the  refuse  is  thrown  into  the 
cremator  as  the  plates  are  cleaned,  before  fermentation,  when  no  offensiveness  is  pos¬ 
sible.  E.  N.  WORDIN,  A.M.,  M.D.,  Bridgeport,  Conn. 


Removal  from  the  houses  by  the  public  service  should  be  limited  to  clean  ashes  and 
such  refuse  as  cannot  be  burned,  sold,  or  given  away.  Nothing  should  be  thrown  into 
the  streets,  or  deposited  for  removal  by  the  public  scavenger,  that  can,  even  at  some  cost 
and  inconvenience,  be  disposed  of  on  the  premises  where  it  is  produced. 

Col.  GEO.  E.  WARING, 

Street  Cleaning  Commissioner  of  the  City  oj  New  York 


A  small  instrument  has  lately  been  invented  and  patented  that  may  solve  the  problem 
of  how  best  to  dispose  of  garbage  in  cities.  It  has  been  called  the  “  Household  Carbon- 
izer,”  and  is  so  simple  in  its  construction  and  method  for  use  that  it  can  be  applied  in 
any  kitchen.  ********** 

It  appears  to  be  a  pactical  sanitary  invention  that  is  capable  of  doing  much  to  give 
relief  from  the  garbage  nuisance,  if  it  does  not  do  away  with  it  entirely.  If  it  were  pos¬ 
sible  to  have  some  such  instrument  in  general  use  it  would  save  the  city  a  vast  sum  of 
money.  At  present  it  costs  the  city  of  New  York  upwards  of  $450,000  to  collect  and  dis¬ 
pose  of  its  garbage.  The  greater  portion  of  this  sum  could  be  saved,  the  city  made  more 
healthful,  and  the  inhabitants  provided  with  much  valuable  fuel  by  the  use  of  a  Car- 
bonizer  in  homes  and  places  of  residence. — New  York  Times ,  May,  1895. 


SANITARY  CONSTRUCTION  COMPANY, 


W.  F.  Morse, 

President. 


R  E.  Parraoa, 
Sect  4,  Treas. 


INCORPORATED  INDEK  THE  LA WH  OF  THE  rtTATE  OK  NHV  YORK. 


Office  58  Pine  St.,  New  York. 

Sole  Manufacturers  and  Owners  under  American  and  Foreign 
Patents  of 


THE  HOUSEHOLD  CARBAGE  CARBONIZER, 

ALSO  MANUFACTURERS  OK 

Steam  Disinfecting,  Sterilizing  and  Germicide 
Apparatus 

For  the  use  of  Hospitals,  Public  Institutions  and  Municipalities. 


The  Sanitary  Construction  Company  is  prepared  to  make  exam¬ 
ination  and  submit  estimates  for  the  installation  of  Steam  Disinfect¬ 
ing  Plants. 

Steam  Disinfectors  double  jacketed,  rectangular  or  circular  in 
form,  using  high  pressure  steam. 

Single  Cylinder  Disinfectors  for  low  pressure  system,  specially 
adapted  for  Hospitals  and  Public  Institutions. 

Steam  Sterilizing  Tanks  for  cleaning  and  sterilizing  by  boiling 
water  of  all  white  goods. 

Chemical  solution  and  Germicide  tanks,  Hot  air  and  Fumigation 
chambers  for  preliminary  cleansing  of  clothing. 

This  Company  has  constructed  many  of  the  most  successful 
plants  in  the  United  States,  and  on  application  will  furnish  descrip¬ 
tive  pamphlet  giving  all  information. 

Sanitary  Construction  Company, 

38  Pine  St.,  New  York. 


